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12 August Iff* 
10:ij5 a.m. 


Colonel White: 

Mr. Cole, Deputy Public Printer, 

called and stated the following: 

"We have checked our reports. 

The report to the Committee is erroneous. 

We do not have a record of any "secret" or 
"top secret" material frcga CIA. The Committee 
■will be so informed." 
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